DVD 16 - Great Science Textbooks DVD Library 2007 - Update Dec 2008
|-- Algebra & Trigonometry
|   |-- Garrity - All the Mathematics You Missed [college level,bw] (Cambridge, 2002).pdf
|   |-- Geometry
|   |   `-- Glencoe - Geometry [intro textbook] (McGraw, 2004).pdf
|   |-- Glencoe - Algebra 1.pdf
|   |-- Glencoe - Algebra 2.pdf
|   |-- Glencoe - Pre-Algebra.pdf
|   |-- Some Modern Mathematics for Physicists and Other Outsiders [Vol 1] (Pergamon, 1975) WW.djvu
|   |-- Some Modern Mathematics for Physicists and Other Outsiders [Vol 2] (Pergamon, 1975) WW.djvu
|   `-- Stephenson - Introduction to Matrices, Sets and Groups for Science Students (Dover, 1965).pdf
|-- Biology
|   |-- Barnes - Herbal Medicines (Pharmaceutical Press, 2007).pdf
|   |-- Biochemistry
|   |   |-- Marr - Biochemistry and Molecular Biology of Parasites (AP, 1995).pdf
|   |   `-- Walker - Biochemistry Demystified (Wiley, 2008).pdf
|   |-- Glencoe - BSCS Biology - A Molecular Approach 9e (2006).pdf
|   |-- Glencoe - Biology (McGraw, 2008).pdf
|   |-- Glencoe - Biology - Dynamics of Life (McGraw, 2004).pdf
|   |-- Glencoe - Life Science (McGraw, 2005).pdf
|   |-- Kim - Bacterial Physiology and Metabolism (Cambridge, 2008).pdf
|   |-- Neuroscience
|   |   |-- Hobson - The Dream Drugstore - Chemically Altered States of Consciousness (MIT, 2002).pdf
|   |   |-- Lynch - Big Brain - Origins and Future of Human Intelligence (Palgrave, 2008).pdf
|   |   |-- Mildner - Cognitive Neuroscience of Human Communication (Taylor, 2008).pdf
|   |   |-- Pecher - Grounding Cognition - Role of Perception and Action in Memory, Language etc (Cambridge, 2005).pdf
|   |   `-- Siegel - Basic Neurochemistry - Molecular, Cellular and Medical Aspects 7e (Academic, 2006).pdf
|   |-- Plants and Mushrooms
|   |   `-- Lang - Horticulture - The Green World (Chelsea, 2007).pdf
|   `-- Rauchfuss - Chemical Evolution and the Origin of Life (Springer, 2008).pdf
|-- Calculus
|   |-- Advanced Calculus
|   |   |-- Div, Grad, Curl And All That - An Informal Text on Vector Calculus 3rd ed - H. Schey (Norton, 1973) WW.djvu
|   |   `-- Spanier,Buck - Advanced Calculus 3e (McGraw, 1978).pdf
|   `-- Glencoe - Advanced Mathematical Concepts - Precalculus.pdf
|-- Chemistry
|   |-- Analytical Chemistry
|   |   `-- Ion Chromatography 3rd ed - J. Fritz, T. Gjerde (Wiley-VCH, 2000) WW.pdf
|   |-- Boeyens - Chemistry from First Principles (Springer, 2008).pdf
|   |-- Brown - Chemistry - The Central Science 11e (Pearson, 2008).pdf
|   |-- Denniston - Chemistry - General, Organic and Biochemistry 4e HQ [ch12 fixed] (McGraw, 2003).pdf
|   |-- Explosives 6th ed. - R. Meyer, J. Köhler, A. Homburg (Wiley-VCH, 2007) WW .pdf
|   |-- Glassman - Combustion 4e (Elsevier, 2008).pdf
|   |-- Glencoe - Chemistry - Concepts and Applications (McGraw, 2002).pdf
|   |-- Glencoe - Chemistry - Matter and Change (McGraw, 2008).pdf
|   |-- Organic Chemistry
|   |   |-- Maskill - Investigation of Organic Reactions and Their Mechanisms (Blackwell, 2006).pdf
|   |   `-- Organic Molecular Solids - M. Schwoerer, H. Wolf (Wiley-VCH, 2007) WW.pdf
|   |-- Physical Properties of Crystals - An Introduction - S. Haussuhl (Wiley, 2007) WW.pdf
|   `-- Roy - Chemical Processes in Propulsion (Elsevier, 2006).pdf
|-- Computer Science
|   |-- An Intro to Computer Simulation Methods - Applns to Physical Systems 3rd ed. - H. Gould, et al., [poor scan, dp] (Pearson, 2007) WW.pdf
|   |-- Artificial Intelligence
|   |   `-- Haykin - Neural Networks - A Comprehensive Foundation 2e (Pearson, 1999).pdf
|   |-- Brass - Advanced Data Structures (Cambridge, 2008).pdf
|   |-- Crisp - Introduction to Microprocessors and Microcontrollers 2e (Elsevier, 2004).pdf
|   |-- Discrete Mathematics
|   |   `-- Koerner - Naive Decision Making (Cambridge, 2008).pdf
|   |-- Hughes - Professional Multicore Programming (Wiley, 2008).pdf
|   |-- Kalechman - Practical Matlab Applications for Engineers (CRC, 2008).pdf
|   |-- Kalechman - Practical Matlab Basics for Engineers (CRC, 2008).pdf
|   |-- Linux and UNIX
|   |   |-- Davis - Definitive Guide to Linux Network Programming (Apress, 2004).pdf
|   |   |-- Ganssle - Art of Designing Embedded Systems 2e (Newnes, 2008).pdf
|   |   |-- Gorman - The Linux Process Manager - The Internals of Scheduling, Interrupts and Signals (Wiley, 2003).pdf
|   |   |-- Hacking Exposed - Linux 3e (McGraw, 2008).pdf
|   |   |-- Joy - Introducing UNIX and Linux (Palgrave, 2002).pdf
|   |   `-- Kong - Designing BSD Rootkits - Introduction to Kernel Hacking (No Starch, 2007).pdf
|   |-- Methodology
|   |   |-- Jalote - Concise Introduction to Software Engineering (Springer, 2008).pdf
|   |   |-- Langer - Analysis and Design of Information Systems 3e (Springer, 2008).pdf
|   |   `-- Turbak - Design Concepts in Programming Languages (MIT, 2008).pdf
|   |-- Networks
|   |   |-- Adomi - Security and Software for Cybercafes (IGI, 2008).pdf
|   |   |-- Anonymous - Maximum Apache Security (Sams, 2002).pdf
|   |   |-- Carlson - Communication Systems 4e - SOLUTIONS MANUAL.pdf
|   |   |-- Carlson - Communication Systems 4e [bw] (McGraw, 2002).pdf
|   |   |-- Deibert - Access Denied - Practice and Policy of Global Internet Filtering [censorship] (MIT, 2008).pdf
|   |   |-- Norris - Gigabit Ethernet - Technology and Applications (Artech, 2003).chm
|   |   |-- Syngress - Best Damn Cybercrime and Digital Forensics Book (2007).pdf
|   |   |-- Turner - Implementing Email Security and Tokens (Wiley, 2008).pdf
|   |   |-- Wessels - Squid - The Definitive Guide [proxy server] (O'Reilly, 2004).chm
|   |   `-- Wireless Networking - Know it All (Newnes, 2008).pdf
|   |-- Programming Languages
|   |   |-- C, C++, C Sharp
|   |   |   |-- Gookin - C for Dummies 2e (Wiley, 2004).pdf
|   |   |   `-- Levy - Computational Finance Using C and C Sharp (AP, 2008).pdf
|   |   |-- Carlson - Ruby Cookbook (O'Reilly, 2006).chm
|   |   |-- Cooper - Beginning Ruby - From Novice to Pro (Apress, 2007).pdf
|   |   `-- Python
|   |       `-- Hetland - Beginning Python from Novice to Pro 2e (Apress, 2008).pdf
|   |-- Rafiquzzaman - Microprocessor Theory and Applications with 6800068020 and Pentium [bw] (Wiley, 2008).pdf
|   `-- Wolf - Video Game Explosion - A History from Pong to Playstation (Greenwood, 2008).pdf
|-- Economics
|   |-- Brooks - Introductory Econometrics for Finance 2e (Cambridge, 2008).pdf
|   |-- Federal Reserve - Modern Money Mechanics.pdf
|   |-- Glencoe - Economics - Principles and Practices (McGraw, 2001).pdf
|   `-- McTaggart - Economics 5e (Pearson, 2007).djvu
|-- Electronics
|   |-- Circuit Design - Know It All (Newnes, 2008).pdf
|   |-- Electrical Engineering - Know It All (Newnes, 2008).pdf
|   |-- Electromagnetic Shielding - S. Celozzi, et al., (IEEE Wiley, 2008) WW.pdf
|   |-- Hickman's Analog and RF Circuits (Newnes, 1998).pdf
|   |-- Kularatna - Electronic Circuit Design - From Concept to Implementation (CRC, 2008).pdf
|   |-- Kybett - All New Electronics Self-Teaching Guide 3e (Wiley, 2008).pdf
|   |-- Robertson - Fundamental Electrical and Electronic Principles 3e (Newnes, 2008).pdf
|   |-- Sayre - Complete Wireless Design 2e [electronics] (McGraw, 2008).pdf
|   |-- Schubert - Light Emitting Diodes 2e [LED] (Cambridge, 2006).pdf
|   |-- Solid State Electronic Devices 4th ed. - B. Streetman (PTC, 1995) WW.djvu
|   `-- Vincent - Modern Batteries - Intro to Electrochemical Power Sources 2e (Butterworth, 1997).pdf
|-- Geology
|   |-- Glencoe - Earth Science (McGraw, 2005).pdf
|   |-- Glencoe - Earth Science - Geology, the Environment, and the Universe (McGraw, 2008).pdf
|   |-- Global Climatology and Ecodynamics - A. Cracknell, et al., (Springer, 2009) WW.pdf
|   |-- The Earth's Atmosphere - Its Physics and Dynamics - K. Saha (Springer, 2008) WW.pdf
|   `-- Tsunami - The Underrated Hazard 2nd ed - E. Bryant (Springer, 2008) WW.pdf
|-- Glencoe - Introduction to Physical Science (McGraw, 2008).pdf
|-- Glencoe - Physical Science (McGraw, 2005).pdf
|-- Glencoe - Physical Science with Earth Science (McGraw, 2008).pdf
|-- Glencoe General Science High School Textbooks
|   |-- Glencoe - Science - Integrated - Level Blue (McGraw, 2008).pdf
|   |-- Glencoe - Science - Integrated - Level Green (McGraw, 2008).pdf
|   |-- Glencoe - Science - Integrated - Level Red (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module A - Life's Structure and Function (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module B - From Bacteria to Plants (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module C - Animal Diversity (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module D - Human Body System (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module E - Ecology (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module F - Earth Materials and Processes (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module G - The Changing Surface of Earth (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module H - The Water Planet (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module I - The Air Around You (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module J - Astronomy (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module K - The Nature of Matter (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module L - Chemistry (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module M - Motion, Forces, and Energy (McGraw, 2005).pdf
|   |-- Glencoe - Science - Module N - Electricity and Magnetism (McGraw, 2005).pdf
|   `-- Glencoe - Science - Module O - Waves, Sound, and Light (McGraw, 2005).pdf
|-- History and Philosophy of Science
|   |-- Henderson - A to Z of Computer Scientists - Notable Scientists [biographies] (FOF, 2003).pdf
|   |-- Leiter - A to Z of Physicists - Notable Scientists [biographies] (FOF, 2003).pdf
|   |-- Mostert - From Edison to iPod [intellectual property, trademarks].pdf
|   |-- Paul Dirac - The Man and His Work - A. Pais (Cambridge, 1998) WW.pdf
|   |-- Sagan - The Demon-Haunted World - Science as a Candle in the Dark (Headline, 1997).pdf
|   `-- Todd - A to Z of Scientists in Space and Astronomy - Notable Scientists [biographies] (FOF, 2005).pdf
|-- Physics
|   |-- Astronomy & Cosmology
|   |   |-- Evans - Space Shuttle Columbia - Her Missions and Crews (Praxis, 2005).pdf
|   |   |-- Forget - Planet Mars - Story of Another World (Praxis, 2006).pdf
|   |   |-- Halpern - The Great Beyond - Higher Dimensions, Parallel Universes, Theory of Everything (Wiley, 2004).pdf
|   |   |-- In the Grip of the Distant Universe - The Science of Intertia - P. Graneau, N. Graneau (World, 2006) WW.pdf
|   |   |-- Lincoln - Understanding the Universe - From Quarks to the Cosmos (Worldsci, 2004).pdf
|   |   |-- Robinson - Nine Numbers of the Cosmos (Oxford, 1999).pdf
|   |   |-- Sparke - Galaxies in the Universe - An Introduction 2e (Cambridge, 2007).pdf
|   |   |-- The Cosmic Microwave Background - R. Durrer (Cambridge, 2008) WW.pdf
|   |   |-- Verschuur - Impact - The Threat of Comets and Asteroids (Oxford, 1996).pdf
|   |   `-- Weeks - The Shape of Space 2e [physics] (Dekker, 2002).pdf
|   |-- Electromagnetics & Electrodynamics
|   |   |-- Radar Principles - P. Peebles (Wiley, 1998) WW.djvu
|   |   `-- Simple Models of Magnetism - R. Skomski (Oxford, 2008) WW.pdf
|   |-- Fundamentals of Aerodynamics 2nd ed - J. Anderson (McGraw-Hill, 1991) WW.pdf
|   |-- Kazda - Airport Design and Operation 2e (Elsevier, 2007).pdf
|   |-- Luminescence - From Theory to Applications - C. Ronda (Wiley-VCH, 2008) WW.pdf
|   |-- McMahon - String Theory Demystified (McGraw, 2008).pdf
|   |-- Nonlinear Physics for Beginners - L. Lam (World, 1998) WW.pdf
|   |-- Optical Physics 3rd ed - S. Lipson, H. Lipson, D. Tannhauser (Cambridge, 1995) WW.djvu
|   |-- Orbital Motion 4th ed - A. Roy (IOP, 2005) WW.pdf
|   |-- Perkins - Introduction to High Energy Physics 4e (Cambridge, 2001).djvu
|   |-- Physics of Continuous Matter - B. Lautrup (IOP, 2005) WW.pdf
|   |-- Quantum Physics
|   |   `-- Advanced Quantum Mechanics - F. Dyson (World, 2007) WW.pdf
|   |-- Schutz - Gravity from the Ground Up (Cambridge, 2003).pdf
|   |-- Self-Assembly - The Science of Things that Put Themselves Together - J. Pelesko (CRC, 2007) WW.pdf
|   |-- Sidharth - Thermodynamic Universe - Exploring the Limits of Physics (Worldsci, 2008).pdf
|   |-- Structural Mechanics - A. Darkov, V. Koznetsov (Mir, 1969) WW.pdf
|   |-- Structure and Bonding in Crystalline Materials - G. Rohrer (Cambridge, 2004) WW.pdf
|   |-- Structures Under Crash and Impact - S. Hiermaier (Springer, 2008) WW.pdf
|   |-- Subatomic Physics 3rd ed - E. Henley, A. Garcia (World, 2007) WW.pdf
|   `-- Thermal Stress Resistance of Materials - A. lanin, I. Fedik (Springer, 2008) WW.pdf
|-- Psychology
|   |-- Glencoe - Understanding Psychology (McGraw, 2003).pdf
|   |-- Le Bon - The Crowd - A Study of the Popular Mind (1895,2002).pdf
|   |-- Levine - Journeys in Social Psychology (Taylor, 2008).pdf
|   |-- Liebowitz - Knowledge Retention Strategies and Solution (CRC, 2008).pdf
|   |-- Pritchard - Ways of Learning 2e [intro] (Routledge, 2008).pdf
|   `-- Zimmermann - Autism - Current Theories and Evidence (Humana, 2008).pdf
|-- Social
|   |-- Carlisle - Encyclopedia of Politics (Sage, 2005)
|   |   |-- Carlisle - Encyclopedia of Politics - The Left (Sage, 2005).pdf
|   |   `-- Carlisle - Encyclopedia of Politics - The Right (Sage, 2005).pdf
|   |-- Chomsky - Understanding Power (2002).pdf
|   |-- Fishman - Working for Yourself 7e [business,law] (Nolo, 2008).pdf
|   |-- Fromm - To Have or To Be (Continuum, 1976).pdf
|   |-- Glencoe - Human Heritage - World History (McGraw, 2006).pdf
|   |-- Guerin - Anarchism - From Theory to Practice (1970).pdf
|   |-- Henden - Preventing Suicide - The Solution Focused Approach (Wiley, 2008).pdf
|   |-- Macrakis - Seduced by Secrets - Inside the Stasi's Spy-Tech World (Cambridge, 2008).pdf
|   `-- Mittler - Art in Focus [comprehensive textbook - theory,history] (Glencoe, 2006).pdf
`-- dvdlist.txt

32 directories, 166 files
